40       DOCKETED ITEMS

9005230168 Forwards Safety Insp Repts 50-254/90-06 & 50-265/90-06 on 900318-
0428 & notice of violation.

SHAFER.W.D. Region 3, Ofc of the Director. 90/05/15. REED.C. Commonwealth
Edison Co. 2pp. 53918:319-53918:337.

-9005230170 Notice of violation from insp on 900318-0428.Violation noted:failure to
provide adequate instructions to foreman & acceptance criteria to QC inspector,
SHAFER.W.D. Region 3, Ofc of the Director. 90/05/15.1p. 53918:321-53918:321.

-9005230172 Insp Repts 50-254/90-06 & 50-265/90-06 on 900318-0428. Violations
noted.Major areas inspected:plant operations.ESF sys.radiological controls.maint &
surveillance.emergency preparedness.security & engineering/technical support.
HINDS.J.M, Region 3, Ofc of the Director. 90/05/15. 16pp. 53918:322-53918:337.

9005180001 NRC Info Notice 90-036, "Apparent Falsification of State of CT Weight
Certificates." Svc list encl.

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 90/05/24.
Consolidated Edison Co. of New York, Inc. 99pp. 53928:001-53928:099.

9005180095 NRC Info Notice 90-037, "Sheared Pinion Gear-to-Shaft Keys in Limitorque
Motor Actuators." Svc list encl.

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 90/05/24.
Consolidated Edison Co. of New York, Inc. 103pp. 53903:278-53904:020.

R. Periodic operating reports & related correspondence

9005030195 "Radwaste & Environ Monitoring Annual Rept 1989." W/900323 Itr.
BAX.R.L Commonwealth Edison Co. 89/12/31. 275pp. 53721:001-53721:275.

9005070131 Forwards Part 3 of 1989 operating rept.W/o rept
BAX.R.L Commonwealth Edison Co. 90/03/23. DAVIS.B. Region 3, Ofc of the Direc-
tor. 1p. 53744:358-53744:358.

9005160004 Monthly operating repts for Apr 1990 for Quad-Cities Units 1 & 2.W/
900503 Itr.

DEELSNYDER.LF.,   ROBEY.R.A.   Commonwealth   Edison   Co.   90/04/30.   25pp.
53834:229-53834:253.

9005170031 Forwards listing of changes.tests, & experiments completed during Apr
1990.

ROBEY.R.A. Commonwealth Edison Co. 90/05/03. Office of Nuclear Reactor Regula-
tion, Director (Post 870411). 13pp. 53855:252-53855:264.

9004260222 Provides preliminary schedule of significant projects requiring plant security
support during 1990 & 1991.

JOHNSON,B.D. Consumers Power Co. 90/04/20. Document Control Branch (Docu
ment Control Desk). 2pp. 53628:201-53628:202.

9005030288 Revised plant emergency implementation procedures index & list of effec
tive pages.

* Consumers Power Co. 90/04/21. 18pp. 53719:306-53719:323.

9005030290 Revised site emergency plan procedure list of effective pages.

* Commonwealth Edison Co. 90/04/21. 10pp. 53718:347-53718:356.

9005240090 Rev & approval summary of Rev 3 to Section 1 of site emergency plan.

* Consumers Power Co. 90/05/04. 7pp. 53924:194-53924:200.

9005140116 Rev 2 to Procedure EI-15.2,Attachment 2, "Quarterly Communications Test
Telephone Number Verifications."

* Consumers Power Co. 90/05/08. 3pp. 53815:205-53815:207.

9005140119 Rev 3 to Emergency Implementing Procedure EI-7.4, "Post-Accident Gas &
Liquid Activity Analysis."

* Consumers Power Co. 90/05/08. 3pp. 53828:352-53828:354.

9005160262 Forwards Safety Insp Rept 50-255/90-12 on 900309-0419 & notice of
violations.No response to Violation 1 required.

CLAYTON.B. Region 3, Ofc of the Director. 90/05/09. HOFFMAN.D.P. Consumers
Power Co. 2pp. 53865:115-53865:133.

-9005160267 Insp Rept 50-255/90-12 on 900309-0419.Violations noted. Major areas
inspected:actions            previously             identified,plant            operations.radiological

controls.maint.surveillance,steam generator replacement.fire protection & reportable
events.
BURGESS.B.L Region 3, Ofc of the Director. 90/05/09. 16pp. 53865:118-53865:133.

9005210065 Recommends implementation of EPIP changes after successful completion
of emergency response data sys tests.Planned implementation date is 900601 as indi-
cated.

JOLICOEUR.J.R.  Incident  Response  Branch. 90/05/15. PLANNER.D. Consumers
Power Co. 1 p. 53881:233-53881:233.

9005230040 Advises that 900410 Rev 6 to Section 7 of site emergency plan consistent
w/provisions of 10CFR50.54(q) & acceptable.

GREGER.LR. Region 3, Ofc of the Director. 90/05/17. HOFFMAN.D.P. Consumers
Power Co. 1p. 53919:304-53919:304.

S. Reportable occurrences, LERs & related correspondence

9004260341 LER 90-008-00:on 900321 .discovered that several fire zones had exceeded
amount of fixed fire loading stated in exemption requests to App R.Caused by mgt
deficiency. Combustibles for each fire zone now controlled.W/900420 Itr.
BUCKNELL.D., SMITH.E.H., BAX.R.L Commonwealth Edison Co. 90/04/20. 4pp.
53602:214-53602:217.

9005070240 Advises of listed value for secondary containment,per NRC request for addl
info re LER 50-254/87-025.Value based on info contained in plant FSAR.
STOLS.R. Commonwealth Edison Co. 90/05/01. MURLEY.T.E. Office of Nuclear Re-
actor Regulation, Director (Post 870411). 1p. 53747:279-53747:279.

V. Operator Examinations

9004300141 Forwards Exam Rept 50-254/OL-90-01 administered during wk of 900319.
WRIGHT.G.C. Region 3, Ofc of the Director. 90/04/12. REED.C. Commonwealth
Edison Co. 2pp. 53636:061-53636:068.

-9004300143 Exam Rept 50-254/0L-90-01 on 900319-22.Exam results:all three senior
reactor operator candidates & three reactor operator candidates passed operating &
written exams.

BUCKLEY.G.D., NEJFELT.G.M., JORDAN.M. Region 3, Ofc of the Director. 90/04/12.
6pp. 53636:063-53636:068.

9005030362 Informs that RL Dickherber submitted answer to orders issued to util &
Dickherber on 900413.Requests util provide views re adequacy of company controls
for work hours in view of info provided by Dickherber at Paqe 13 of answer.
LIEBERMAN.J. Ofc of Enforcement (Post 870413). 90/05/01. REED.C. Common-
wealth Edison Co. 2pp. 53705:007-53705:008.

9005030369 Responds to 900413 answer submitted on behalf of RL Dickherber.NRC
intends to request that Dickherber employer.Comm Ed.provide NRC w/comments &
observations on Dickherber performance & response.

LIEBERMAN.J. Ofc of Enforcement (Post 870413). 90/05/01. LEFSTEIN.S.R. Kate,
McAndrews, Balch, Lefstein & Fieweger (formerly Katz, McAndrews, Durkee, B. 2pp.
53705:009-53705:010.

9005160058 Provides info re generic fundamentals exam section of operator licensing
written exam to be administered on 900606.Map of area including time & location
where exams will be administered also encl.

WRIGHT.G.C. Region 3, Ofc of the Director. 90/05/09. Commonwealth Edison Co.
5pp. 53865:054-53865:058.

DOCKET 50-255 PALISADES NUCLEAR PLANT

F. Security, medical, emergency & fire protection plans

9005160148 Rev 4 to Emergency Implementation Procedure EI-9, "Offsite Radiological
Monitoring."

BRUNET,J.R.,   RIDLEY.J.   Consumers   Power  Co.   89/08/29.   14pp.   53851:223-
53851:236.

9004230007 Summarizes 900306-07 visit to plant site to discuss proposed const activi-
ties re security facilities & fitness for duty.

GREGER.LR. Region 3, Ofc of the Director. 90/04/06. HOFFMAN.D.P. Consumers
Power Co. 1p. 53557:142-53557:142.

I. Financial information

9004260310 Clarifies 890227 application for amend to License DPR-20 reflecting trans-
fer of plant ownership from Consumers Power Co to Palisades Generating
Concluding proposed funding & contractual undertakings of Palisades Generating Co.
HOFFMAN.D.P. Consumers Power Co. 90/04/20. Document Control Branch (Docu-
ment Control Desk). 3pp. 53615:323-53615:325.

K. Utility Final Safety Analysis Report (FSAR) & amends

9005080040 Rev 10 to updated FSAR for Palisades PlantW/900502 Itr.
HOFFMAN.D.P. Consumers Power Co. 90/05/31. 482pp. 53748:039-53749:160.

P. Operating license stage documents & correspondence

9003300128 Suppi 1 to Generic Ltr 89-13 to all holders of OLs or CPs for nuclear power
plants re svc water sys problems affecting safety-related equipment.Svc list encl.
PARTLOW.J.G. Associate Director for Projects (Post 870411). 90/04/04. Consolidat-
ed Edison Co. of New York, Inc. 128pp. 53601:001-53601:130.

9004250181 Provides justification for excluding piping associated w/PORV/block valve
mods & plans for walkdowns of piping. Piping sys or portions of piping sys covered by
Phase I of safety-related piping reverification program listed.

SMEDLEY.R.W. Consumers Power Co. 90/04/12. Document Control Branch (Docu-
ment Control Desk). 3pp. 53614:165-53614:167.

9004240151 Advises that NRR plans no further review of 890830 Itr re completion of
MIZ-18 eddy current sys qualification program,based on successful application of MIZ-
18 during Fall 1989 steam generator insps.

DE AGAZIOAW. Project Directorate 111-1. 90/04/17. BERRY.K.W. Consumers Power
Co. 3pp. 53588:156-53588:158.

-9004240156 Summarizes 890413 meeting w/util & consultants in Jackson.MI re review
of eddy current qualification program.

DODD.V.V. Oak Ridge National Laboratory. 89/04/18. MURPHY.E.L Office of Nucle-
ar Reactor Regulation, Director (Post 870411). 4pp. 53588:159-53588:162.

9004250092 Forwards notice of consideration of issuance of amend to License DPR-20
& proposed NSHC determination & opportunity for hearing on 900411 application for
amend to Tech Spec re safety injection tank boron concentration.
DE AGAZIOAW. Project Directorate 111-1. 90/04/17. BERRY.K.W. Consumers Power
Co. 3pp. 53600:134-53600:144.

-9004250095 Notice of consideration of issuance of amend to License DPR-20 & pro-
posed NSHC determination & opportunity for hearing on 900411 request for amend to
Tech Spec re safety injection tank boron concentration.
DE AGAZIOAW. Project Directorate 111-1. 90/04/17. 8pp. 53600:137-53600:144.

9004250335 Advises that util 890710 response to Generic Ltr 89-08 re pipe wall thin-
ning induced by erosion &/or corrosion acceptable,based on confirmation that ero-
sion/corrosion program meets or exceeds App A to NUREG-1344 requirements.
DE AGAZIOAW. Project Directorate 111-1. 90/04/19. BERRY.K.W. Consumers Power
Co. 3pp. 53603:191-53603:193.

9004260167 Advises that util 880710 response to Generic Ltr 89-06 re SPDS accepta-
ble.

DE AGAZIOAW. Project Directorate 111-1. 90/04/19. BERRY.K.W. Consumers Power
Co. 3pp. 53629:019-53629:021.." Svc list encl.
